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Interpretation  (Results  of  Tests) 


Raise  tail  slightly 


Palpate  sites  of  injection 


Compare  with  opposite  side 


of  injection  sites  is  essential  72  hours 

rafter  injection.  Size  of  reaction  does  not  reveal  degree  of 

infection.  Failure  to  make  careful  examination  of  each  animal 
may  result  in  continuation  of  TB  in  herd  and  discredit  test. 


Careful  examination 
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